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E.O. 11652: GDS 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW - IL 1562, TANTALUM AND 
NIOBIUM ELECTROLYTIC CAPACITORS 

REF: STATE 193493 

UK DEL WAS QUERIED AUGUST 15 AND AGAIN ON SEPT. 1 1 ABOUT 
UK REACTION TO OUR STATEMENT IN REV(74)1560/6. HE 
REPORTS HE HAS REMINDED HIS AUTHORITIES THREE TIMES OF 
IT, BUT IS INFORMED THAT THEY ARE STILL AWAITING REPLIES 
FROM INDUSTRY. WE WILL REPORT AS SOON AS WE HEAR FROM 
HIM. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, STRATEGIC TRADE CONTROLS, EXCEPTIONS LIST, SEMICONDUCTOR DEVICES, TANTALUM, IL 1562 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 SEP 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19750ECDP23372 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D75031 5-0746 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750962/aaaaccqh.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 193493 
Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 May 2003 by GarlanWA>; APPROVED <29 MAY 2003 by GarlanWA> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COCOM LIST REVIEW - IL 1562, TANTALUM AND NIOBIUM ELECTROLYTIC CAPACITORS 
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To: STATE 
Type: TE 
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